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UNIVERSITY OF NORITtEHN COLORADO 


PRESIDENT OFFICE. CARTER 4000 

GREELEY, CO 80659 

3,129 (b) 

FEEDING. 

Food recestades shall be hepi clean and sanitary at all times. 

The food processor used for pnepariogr a diet for bals was not clean or sanitary, There was a bjila-up of food debris 
qn lha blade end housing aa well as njal on Ihe blade. Thia can learJ ir^ ognlaminalkin qf fgod prapared with Ifila 
processor and poses a baallh risk ts the animals. 

All iDod raoeptaclea must claan arvl sanitary at all limes to protacl tha haallh ar>d woll-bainQ ol tha aniirials. 

Tq ba correded by 3i'7.''QB. 


Customer ID: 1CW7 
Certificate' S4-H-000S 
Site: 0Q1 

(b)(2)High, (b)(7)f 


Type; ROLTIINE JNSPECTION 
Date’ Set><i3-£0t)e 


USDA 


Accompanied on inspection by the 


Prepared By: 


Title; 

Received By; 


TRACY A THOMPSON, D-V,M. USDA, APHIS. Animal Care Date; 

VETERINARY MEDICAL OFFICER Inspector 5W4 SetKlS-EflCW 



Title; 


Pape I 1 


Date; 

Se[M]3-^&e 





